Community 

Rig 

Year 

Make 

GPM 

Tank 

Ldr Length 

Capabilities 

Misc 1 

Misc 2 

Misc 3 

Misc 4 

added here 

(Boston) 

(Aerial Twr 1 
& 2) 

1970ish 

Sutphen 




not a quint per the photos 8/2010 

httD://www.firenews.ora/mas 





(Boston) 

(Engine 20) 

1984 

Sutphen 

1500 


65 

1500 GPM - 67 foot aerial per 

1987 BFD Annual report 

L27 went out of service at 
Station 20 - L6 moved from 
El 6 to El 8 - E20 became 
a quint - 1980 ish 





Abington 

LI 

1988 

Spartan / LTI 

1500 

300 

100 

1500 GPM -300 gal -100' -3 
axle 

httD://www. massfiretrucks.cc 





Acton 

L28 

2009 

Pierce Arrow XT 

1500 

460 

100 

1500 GPM - 460 gal - 40 gal foam 
- 105' - RMA - 3 axle 


http://www.massfiretrucks.cc 




Acton 

old L28 

1995 

HME Smeal 

1500 

500 

100 

1500 GPM - 500 gal - 100' RM - 3 
axle 

httD://www.massfiretrucks.cc 





Adams 

LI 

1988 

Pierce 

1500 

250 

100 

3 axle - 1500 GPM -250 gal - 
105'- RMA 

httD://www.massfiretrucks.cc 

http://www.firenews.ora/mas 




Agawam 

Truck 1 

2002 

Pierce Dash 

1500 

300 

100 

1500 GPM - 300 gal - 100' - MMA 

htto://www.massfiretrucks.cc 

maybe not a full quint 



Amherst 

LI 

1988 

Duplex / LTI 

1250 

300 

100 

1250 gpm - 300 gal - 102' - rma -- 
3 axle - tower 

htto://www. massfiretrucks.cc 





Amherst 

Eng 2 

2009 

E One Cyclone II 

2000 

500 

75 

2000 GPM - 500 gal - 30 gal foam 
- 75' - RMA - 2 axle 

http://www.massfiretrucks.cc 





Andover 

Ldr 2 

1998 

KME 

2000 

300 

100 

2000 GPM - 300 gal - 95 foot - 
mid mount tower - 3 axle 

http://www.massfiretrucks.ee 





Arlington 

Ldr 1 / E3 

2009 

Pierce 





12/31/09 - possibly running 
as Ladder 1 

4/2010 - running as Eng 3 

htto://www.massfiretrucks.c 



Arlington 

E3 

1949 

Seagrave 

750 


65 

65 foot mid mount ladder - maybe 
750 GPM 

from memory - 1 0/201 1 

an early quint in 
Massachusetts 




Ashland 

Tower 1 

2002 

HME / Central 

States / RK 

1500 

500 

100 

3 axle - 1500 GPM - 500 gals - 
104' -RMA 

http://www.massfiretrucks.cc 





Athol 

LI 

2006 

EOne / Bronto 

2000 

300 

100 

2000 GPM - 300 gallon - 100 foot 
snorkel - 3 axle 

http://www.massfiretrucks.cc 





Auburn 

Tower 1 

1995 

Sutphen 

1500 

270 

3 axle - 1500 GPM -270 gal 

http://www.massfiretrucks.cc 





Avon 

Tower 1 

2005 

Spartan / Smeal 

2000 

300 

100 

3 axle - 2000 GPM - 300 gal - 
1 00' tower 

http://www.massfiretrucks.cc 





Ayer 

LI 

1996 

E One Hurricane 

1250 

500 

75 

1250 GPM - 500 gal - 75' RMA 

http://www.massfiretrucks.cc 





Bedford 

Ldr 1 

1997 

Pierce Arrow 

1500 

500 

100 

1 500 GPM 500 gallon 1 1 0' RMA 

http://www.massfiretrucks.cc 




Berlin 

LI 

1990 

Pierce Arrow 

1250 

300 

100 

1250 GPM 300 gallon 100 RMA 


former Nashua NH L3 - 
9/20/2013 




Beverly 

Truck 1 

2009 

Pierce Arrow XT 

1250 

485 

100 

1250/485 105’ RMA 

lettered as Truck 1 on side 
& as T-1 on front - 2/2010 
massfiretrucks 

http://www.massfiretrucks.ee 

3 axle 



Beverly 

Truck 2 

1996 

E-One 

1250 

500 

75 

1250/500 75’ RMA 

reserve - lettered as 
"Combination 5" - 2/2010 
massfiretrucks 

http://www.massfiretrucks.ee 

2 axle - former E5 



Boston 

spare TL3 

1992 

E One 

1500 

300 

100 

1500/300/95' - 3 axle - rear mount 

http://www.firenews.ora/mas 

8/2010 




Boston 

former Squrt 

1979 

Sutphen 

1250 



1250 GPM - 1970 Maxim Squrt 
(articulated nozzle boom) per 

1987 BFD Annual Report 

part of Tower Company 
with 1985 EOne Tower 





Boston 

( former 

Tower ) 

1985 

E One 

1500 


100 

95 foot rear mount tower - 1 500 
GPM - per 1987 BFD Annual 
Report 

http://www.firenews.ora/mas 





Bourne 

Tower 126 

2006 

ALF / LTI 

2000 

300 

100 

100' 2000GPM 300 gal MMA 

11/3/09 per 

MassFireTrucks 

http://www.massfiretrucks.cc 




Braintree 

L2 

2001 

E One 

1500 

500 

100 

1500 GPM 500 gal 110' RMA 

http://www.massfiretrucks.ee 

http://www.firenews.ora/mas 



Bridgewater 

Tower 1 

2008 

Pierce Velocity 

2000 

300 

100 

2000 GPM / 300 gal 

http://www.massfiretrucks.cc 




Bridgewater 

L 

1979 

Maxim 

250 

500 

100 

250/500/100' 





Brockton 

L4 

1995 

Spartan / Smeal 

1250 

275 

75 

1250/275 75’ RMA 

(Loaner Unit 2016 - 
Former Denver Truck 23) 
(Pump Not Being Utilized - 
Aerial Only) -per 
massfiretrucks 2/2017 





Brockton - old 

Tower 1 







http://www.massfiretrucks.cc 

no longer listed at 
massfiretrucks 2/24/2017 




Brookline 

Tower 1 

2007 

EOne Bronto 

SkyLift 

2000 

300 

100 

2000 GPM - 300 gal - 100' - 515 

HP 

3 axle 

http://www.massmetrofire.or 




Brookline 

Quint 5 

2010 

Pierce Arrow PUC 

1500 

420 

100 

100' 1500GPM 420gal 

expected delivery May 

2010 - lettered as "Quint 5" 

http://www.massmetrofire.or 




Brookline - XXX 

Engine 4 / 
Ladder 4 

2000 

Pierce Dash 3 axle 

1500 

500 

75 

1500 GPM -500 gal -75' 

sold to Newbury FD - 
10/2014 

http://www.massmetrofire.or htto://www.massfiretrucks.c 

« shoe horned 
into station - tight fit 


Byfield 

LI 

1995 

Spartan / Salsbury 
/LTI 

2000 

400 

75 

2000 GPM - 400 gallon - 75 foot 
RM - 2 axle 

bought from Syosset NY 
4/2011 

http://www.firenews.ora/mas 

htto ://www . m a ssf i retru cks . c 



Carlisle 

L9 

2001 

E One Cyclone II 

1500 

490 

100 

1500/490 100’ RMA 

http://www.massfiretrucks.cc 




Centerville 

Osterville FPD 

Ldr 307 

2001 

Pierce Quantum 

1500 

500 

100 

1500 GPM - 500 agl - 105 foot - 
rear mount 

http://www.massfiretrucks.cc 





Chatham 

Twr Ldr 

2015 

Rosenbauer Cmdr 


500 

100 

? GPM/ 500 gal/104' RM 







Community 

Rig 

Year 

Make 

GPM 

Tank 

Ldr Length 

Capabilities 

Misc 1 

Misc 2 

Misc 3 

Misc 4 

added here 

Chelmsford 

Eng 1 

2002 

HME / Central 

States / RK 

1250 

400 

85 

1250 GPM - 400 gal - 85' - 3 axle 
-RM 

perfirenews.org 11/09 

http://www.massfiretrucks.ee 




Chicopee 

Tower 1 

1995 

Pierce Arrow 

1500 

300 

100 

1500 GPM - 300 gal - 100' Tower 

perfirenews.org 11/09 

http://www.massfiretrucks.cc 




Clinton - old 

LI 







htto://www.massfiretrucks.cc 

maybe not a full quint 

new L has no pump - 
2/24/2017 



Danvers - reserve 

E5 

1997 

E One 

1250 

400 

75 

1250/400 75’ RMA 

httD://www.massfiretrucks.cc 

was E3 



Dartmouth FPD 1 

Tower 1 

2002 

E One Cyclone II 

2000 

300 

100 

2000 GPM /300 GAL - 95' RMA 

htto://www.massfiretrucks.cc 




Dartmouth FPD 1 

E2 

1993 

IH/KME 

1250 

500 

55 

1250/500 55’ Telesquirt 

htto://www.massfiretrucks.cc 




Dartmouth FPD 2 

L2 

1996 

IH/Smeal 

1250 

500 

75 

1250/500 75' RMA 

htto://www.massfiretrucks.cc 

former FPD1 Eng 1 



Dartmouth FPD 3 

LI 

2003 

E - One 

2000 

500 

100 

2000/500 100' RMA 

http://www.massfiretrucks.cc 





Dighton 

LI 

1980 

Hahn 

1000 

0 

100 

2 axle - 106' RMA - 1000 GPM - 
no tank 

per massfiretrucks 

11/22/09 

http://www.massfiretrucks.ee 




Douglas 

LI 

2005 

Pierce Enforcer 

1500 

500 

75 

1500 GPM - 500 gal - 75' - RMA - 
aluminum ladder 

2 axle 

http://www.massfiretrucks.ee 




Duxbury 

LI 

2003 

Pierce Dash 

2000 

400 

100 

2000 GPM - 400 gal - 20 gallons 
class A foam - 1 05 ' RMA - 3 axle 

http://www.massfiretrucks.cc 





East Bridgewater 

Tower 1 

1998 

HME/Smeal 

1500 

300 

85 

1500 GPM - 300 gal - 85' - RMA 

per massfiretrucks.com 
11/09 

http://www.massfiretrucks.ee 




East Longmeadow 

LI 

1988 

Pierce Arrow 

1250 

250 

100 

1250 GPM - 250 gal - 105' - RMA 

per massfiretrucks/com 
11/09 

http://www.massfiretrucks.ee 




Easthampton 

LI 

2008 

KME 

2000 

300 

100 

2000 GPM - 300 gal - 100' - MMA 
- tower 

per massfiretrucks 11/09 





Fall River - old 

Tower 1 

2002 

Sutphen 

1500 


70 

1 500 GPM / 70 foot tower center 
mount 

returned to manufacturer 
per firenews.org - 11/201 1 

http://www.firenews.ora/mas 




Framingham 

Platform 2 - 
ex perhaps 
10/2011 

1987 

Pierce 

1500 

300 

100 

1500 GPM - 300 gal - 95' - RMA - 
reserve 

per massfiretrucks 11/09 

not listed at massfiretrucks 
on 4/2/201 1 

htto://www.massfiretrucks.c 



Framingham 

L3 

2012 

Pierce Arrow XT 

2000 

300 

100 

2000 GPM - 300 gallon water tank 
- 105 foot rear mount aerial - 3 
axle 

per FireNews Dec 2012 





Framingham 

Platform 1 

2005 

ALF 

2000 

400 

100 

2000 GPM - 400 gal - 100' - RMA 

per massfiretrucks 11/09 

http://www.massfiretrucks.ee 



Framingham 

L3 

1997 

Pierce Quantum 

1500 

500 

100 

1500 GPM - 500 gal - 105' - RMA 

per massfiretrucks 11/09 

http://www.massfiretrucks.ee 



Freetown 

L91 

1978 

WLF / Maxim 

1000 

300 

100 

1000 GPM - 300 gal - 100' - RMA 

per massfiretrucks 11/09 

http://www.massfiretrucks.ee 



Gardner 

Tower 1 

2002 

E One Cyclone II 

2000 

300 

100 

2000 GPM - 300 gallon - 95’ RM 
tower 

http://www.massfiretrucks.ee 

http://www.massfiretrucks.ee 



Gardner 

Combination 

4 

2011 

Sutphen 

1500 

500 

75 

1500 GPM - 500 gallon - 75' mid 
mount aerial 

http://www.firenews.ora/me/( 

http://www.firenews.ora/me/ 1 

htto ://www . m assf i retru cks . c 

8/2010 - money 
appropriated per 
fire news 


Gardner - old 

E4 






telesqurt 

http://www.massfiretrucks.cc 





Gloucester 

Ladder 2 

1987 

Pierce 

1000 

300 

75 

1000 GPM/ 300 gal/ 75' RM - 
reserve - 2 axle 

per massfiretrucks 2/2010 

http://www.massfiretrucks.ee 

obtained 2013 



Gloucester 

Ladder 2 

1999 

Pierce 

1250 

500 

75 

1250 GPM / 500 gal / 75 ' RM - 3 
axle 

httc://firenews.ora/mass/a/al 





Grafton 

Tower 1 

2001 

Pierce Dash 

1500 

200 


3 axles - 1500 PGM - 200 gal 

http://www.massfiretrucks.cc 




Great Barrington 

Ladder 1 

2014 

KME Severe 

Service 

2000 

300 

100 

2000 GPM /300 gal - 100’ MMA 
Tower 

http://www.massfiretrucks.cc 




2/23/2017 

Great Barrington - 
old 

Ladder 1 

1986 

Gruman 

1500 

150 

100 

3 axles - 1500 GPM - 150 gallon - 
102' rear mount tower ladder 

http://www.massfiretrucks.ee 





Greenfield 

Tower 1 

2000 

Pierce Dash 

2000 

150 

100 

3 axles - 2000 GPM - 150 gallon - 
100’ RMA 

http://www.massfiretrucks.cc 

http://www.massfiretrucks.ee 



Groton 

Ladder 1 

2002 

HME/Smeal 

2000 

500 

100 

3 axles - 2000 GPM - 500 gallon - 
109’ RMA 

http://www.massfiretrucks.cc 

http://www.massfiretrucks.ee 




Hadley 

Engine 1 

Quint 

2000 

Seagrave 

1500 

500 

75 

3 axle - 1500 GPM - 500 gallon 
water tank - 75 foot rear mount 
aerial 

http://www.massfiretrucks.cc 





Hamilton 

L4 

2014 

Pierce Velocity 

2000 

500 

100 

2000 GPM - 105' RM 

http://www.massfiretrucks.cc 




Hanson 

Tower 1 

1995 

KME 

2000 

150 

100 

2000 GPM - 150 gal - 102' - RM - 
tower 

http://www.massfiretrucks.cc 





Holbrook 

LI 

1998 

E One 

1500 

500 

75 

1500 GPM - 500 gal - 75' RMA 

http://www.massfiretrucks.cc 





Holden 

Tower 1 

1998 

Sutphen 

1500 

750 

100 

1500 GPM / 750 gal ???? - 100' 
mid mount 

http://www.massfiretrucks.cc 





Holyoke 

Truck 2 

1998 Sutphen 

2000 

300 

100 

2000 GPM - 300 gal - 95' 

http://www.massfiretrucks.cc 





Holyoke 

Engine 5 

2005 

Sutphen 

? 

500 

75 

200 GPM - 500 gal - 75' 

http://www.massfiretrucks.cc 





Hull 

LI 

2005 

HME/Smeal 

1500 

300 

100 

1500 GPM - 300 gal - 105' RMA 

firenews.org 11/09 

http://www.massfiretrucks.ee 

http://www.town.hull.ma.us, 



Hyannis 

Tower 1 / 

829 

1993 

KME 

2000 

150 

100 

2000 GPM - 150 gal - 102' tower - 
RM - 3 axle 

firenews.org 11/09 

http://www.massfiretrucks.ee 




Ipswich 

LI 

1997 

KME 

1500 

300 

100 

1500 GPM - 300 gal - 100' - RMA 

per massfiretrucks.com 
11/09 

http://www.massfiretrucks.cc 




Kingston 

LI - old 

1968 

Farrar / FWD 

750 

400 

75 

75' 4X4 - 750 GPM front mount 
pump - 400 gallon water tanks 

pump was removed in 
1990s? 

per FireNews Dec 2012 




Lakeville 

LI 

1989 

Maxim 

2000 

300 

100 

2000/300/110' 

bot from Middleboro in 

2009 

http://www.massfiretrucks.ee 




Lancaster 

LI 

1987 

Pierce Arrow 

1500 

300 

75 

1500 GPM /300 gal - 75’ RMA 

http://www.massfiretrucks.cc 

2 axle 





Community 

Rig 

Year 

Make 

GPM 

Tank 

Ldr Length 

Capabilities 

Misc 1 

Misc 2 

Misc 3 

Misc 4 

added here 

Lawrence 

L4 

1996 

Emerg One 

1250 

500 

100 

1250 GPM - 500 gal - 100' - RMA 

per massfiretrucks.com 
11/09 

seems to be OOS - 8/2010 

htto://www.massfiretrucks.c 



Lawrence - XX 

L5 

1992 

Emerg One 



85 

quint snorkel ? - 85' 

large intake on officers side 
per massfiretrucks photo 
11/09 

http://www.massfiretrucks.ee 

no pump per massfire 
listing 

no longer listed at 
massfiretrucks - 
2/24/2017 


Lenox 

Truck 5 

1995/ 

2009 

Spartan / Darley / 
RK 

1500 

300 

75 

1500 GPM / 300 gallon / 75' rear 
mount 

htto://www. massfiretrucks.cc 





Leominster 

ex Snorkel 1 

1973 

Ford / Pierce 

1000 

300 

55 

1000 GPM 300 gal 55' snorkel 

http://www. massfiretrucks.ee 




Lincoln 

Ladder 1 

2003 

Pierce Dash 

2000 

500 

100 

2000 GPM -500 gal - 100' 

httD://www.massfiretrucks.cc 

3 axle 



Ludlow 

Tower 1 

2002 

Pierce Dash 

2000 

300 

100 

2000/300/ 100' 

htto://www.massfiretrucks.cc 




Manchester 

LI 

2002 

E One 

2000 

500 

100 

2000 GPM 500 gal 100' 

htto://www.massfiretrucks.cc 




Marblehead 

new LI 

2013 

Pierce Arrow XT 

1500 

400 

100 

105 foot quint 1500 GPM 400 
gallon water tank per Pierce 
website 

expected delivery early 

2013 per FireNews.org Aug 
2012 

http://marblehead.patch.con 

« $1.2M 

http://marblehead.os 


Marblehead 

LI 

1997 

KME 

1250 

500 

75 

1250 GPM -500 gal -75' 

http://www. massfiretrucks.cc 




Marion 

LI 

1991 

E One 

1500 

200 

100 

1500 GPM - 200 gal - 95' Tower 

purchased 2007 

http://www.massfiretrucks.cc 



Marshfield 

Quint 1 

2001 

KME 

1500 

500 

100 

1500 GPM - 500 gal - 100' - RMA 
- 3 axle - ALS 

http://www.massfiretrucks.ee 





Mashpee 

Tower 356 

2001 

Pierce Dash 

2000 

300 

100 

2000 GPM - 300 gallon water tank 
- 1 00 foot - RMA (rear mounted 
aerial) 

http://www.massfiretrucks.ee 





Mass Firefighting 
Academy 

LI 

1992 

Pierce 

1250 

300 

100 

1250 GPM -300 gal - 105' 

http://www.massfiretrucks.ee 





Mass Military 
Reservation - 
renamed to Joint 
Base Cape Cod 

Quint 406 

1994 

Pierce Arrow 

1250 

750 

50 

1250 GPM -750 gal tank - 50' 
telesqurt from Groton CT Sub 
base 11/2011 

http://www.massfiretrucks.cc 





Mass Port 

Ldr 1 

1995 

Pierce Lance 

1750 

200 

100 

1750 GPM - 200 gal - 100' tower 

http://www.massfiretrucks.ee 





Medfield 

LI 

1994 

Pierce Lance 

1250 

500 

75 

1250 GPM - 500 gal - 75' - RMA 

http://www.massfiretrucks.cc 





Medway 

LI 

2013 

E One Cyclone II 

2000 

450 

100 

2000 GPM -450 gal tank - 10 
foam - 100' RMA - 3 axle 






Merrimac 

Tower 1 

1983 

Duplex / LTI 

1500 

0 

100 

1500 GPM - 0 gal - 100' tower 

http://www.massfiretrucks.cc 





Middleborough 

Tower 3 

2008 

KME 

2000 

300 

100 

2000 GPM - 300 gal - 20F - 102' 
tower 

http://www.massfiretrucks.cc 





Middleborough 

ex LI 

1989 

Maxim 

2000 

300 

100 

2000 GPM - 300 gal - 1 10' RMA 






Millis 

LI 

2012 

Smeal Sirius 

1750 

480 

100 

1750 GPM -480 gallon -105' 

RMA 

http://www.massfiretrucks.cc 

demo purchased in 2013 



2/23/2017 

Milton 

ex LI 

1989 

Spartan / 

Grumman / LTI 

750 

300 

100 

750 GPM - 300 gal - 1 10' RMA 

http://www.massfiretrucks.cc 





Monterey 

Truck 172 

2016 

KME 

1500 

500 

75 

1500 GPM - 500 gallon - 75' RMA 
- 2 axle 

http://www.firenews.ora/mas 





Nahant 

Ladder 31 

1979 

Maxim 

250 

200 

100 

250/200/100' RMA 

not a big real quint 





Nantucket 

LI 

2006 

HME / Rosenbauer 

1500 

180 

100 

1500/ 180/20 105' Metz 

http://www.massfiretrucks.cc 





Nantucket 

LI 

1988 Spartan / LTI 

1500 

300 

75 

1500/300/75' 






Natick 

LI 

2002 

Pierce Quantum 

1500 

300 

100 

1500/300/ 105' RM 3 axle? all 
steer 

returned to manufacturer 

per firenews 11/09 




Natick 

El 

2010 

E One Typhoon 

RM 2 axle 

2000 

500 

75 

2000 GPM / 500 gallon / 30 
gallons foam / 78 foot aerial 
ladder 

per 2/2010 firenews & 
7/2010 firenews 





Needham 

Eng 3 

1994 

E One Hurricane 

1250 

500 

75 

1250/ 500/ 75' 2 axle 

per firenews 11/09 

http://www.firenews.ora/mas 



Needham 

LI 

2003 

Sutphen 

1500 

500 

100 

1500/500/ 104' MMA 3 axle 

per firenews 11/09 




Needham 

Eng 1 

1999 ish 






possibly is now Eng 3 - 
11/09 





New Bedford 

E5 

1997 

Simon Duplex / LTI 

1500 

500 

75 

1500/500/75' 

OOS per firenews 1 1/09 to 
be disposed of 

back in service 2009 per 

http://www.massfiretrucks.ee massfiretrucks 



New Bedford 

L4 

2004 

Pierce 

1500 

500 

100 

1500/500/ 105' RMA 

per firenews 11/09 

http://www.massfiretrucks.ee 



Newbury FD 

L3 

2000 

Pierce Dash 

1500 

500 

75 

1500/500/75’ 

per firenews 10/22/2014 - 
was owned by Brookline 





Newton 

LI 

1996 

E One 

1500 

500 

75 

1500/500/75' 

per firenews 11/09 




North Andover 

LI 

1995 

Spartan / Smeal 

1500 

500 

75 

1500/ 500/ 75' 2 axle 

ex Eng 2 per firenews 

11/09 

http://www.massfiretrucks.ee http://www.massfiretrucks.c 



North Attleborough 

LI 

2006 

Pierce Dash 

2000 

300 

100 

2000/300/105' RMA 

per firenews 11/09 

http://www.massfiretrucks.ee 



North Brookfield 

Tower 1 

2009 

Spartan / 
Rosenbauere / 

Metz 

1500 

200 

100 

1500 GPM/ 200 gal/105' RM 
ladder with bucket 

per firenews 12/09 

2 axle - lettered as Tower 1 

htto ://www . m a ssf i retru cks . c 



North Brookfield 

LI 

1983 

ALF 

1250 

500 

75 

1250/500/75' RMA 

per firenews 11/09 

http://www.massfiretrucks.ee 



Northampton 

Tower 1 

2004 

E One 

2000 

250 

100 

2000/250/95' MM tower 

per firenews 11/09 

http://www.massfiretrucks.ee 



Northborough 

Tower 1 

2009 

E One Bronto 

2000 

300 

114 

2000/300/114' 

per firenews 11/09 

http://www.massfiretrucks.ee 



Northfield 

LI 

1979 

Hendrickson / 

Young 

1500 


100 

1500 GPM 100' RMA 

per firenews 11/09 

not quint per 

massfiretrucks - 2/22/201 1 

http://www.massfiretrucks.c 



Orange 

LI 

2007 

KME Predator 

1500 

500 

100 

1500 GPM - 500 gal - 100' - RMA 






Orleans 

Tower 176 

2008 Sutphen 

1500 

400 

75 

1500 GPM - 400 gal - 75' - MMA 








Community 

Rig 

Year 

Make 

GPM 

Tank 

Ldr Length 

Capabilities 

Misc 1 

Misc 2 

Misc 3 

Misc 4 

added here 

Oxford 

Tower 1 

1998 

Spartan 3D Nova 

Qu intec 

1500 

300 

100 

1500 GPM - 300 gal - 100' - RMA 






Oxford 

Eng 3 

2008 

Sutphen / Smeal 

1250 

750 

55 

1250 GPM - 750 gal - 55' - RMA 

? GPM ? gals 75' per 
firenews 11/09 

htto://www.massfiretrucks.c( 

hard to tell if 55' or 75' 



Palmer 

Tower 1 

1995 

Sutphen 

1500 

300 

100 

1500 GPM -300 gal -90' -MM 
tower 

perfirenews 11/09 





Paxton 

Plat 1 

1985 

Pierce Arrow 

1500 

250 

100 

1500 GPM -250 gal - 105' 

htto://www. massfiretrucks.cc 




Paxton 

LI 

2002 

KME 

1500 

500 

75 

1500 GPM - 500 gal - 15' -2 axle 

perfirenews 11/09 




Pembroke 

LI 

2009 

Pierce Velocity 

1500 

300 

100 

1500 GPM -300 gal - 105' -3 
axle 

perfirenews 11/09 





Pepperell 

L3 

1987 

Mack KME Hahn 

450 

200 

100 

450 GPM -200 gal -106’ RM 

perfirenews 11/09 





Pittsfield 

Truck 2 

1995 

Spartan / Darley / 
RK 

1250 

400 

75 

1250 GPM -400 gal -75' 

perfirenews 11/09 

lettered "T 1 " 




Plainville 

Ldr 63 

1998 

HME / Smeal / LTI 

1250 

500 

100 

1250 GPM - 500 gal - 105' tower 

perfirenews 11/09 




Plymouth 

Tower 1 

2007 

Pierce Dash 3 axle 
RM TL 

1500 

200 

100 

1500 GPM -200 gal - 100' 

httD://www.massfiretrucks.cc 





Plymouth 

ex L2 

1971 

Maxim F 

1000 

200 

100 

1000 GPM -200 gal -100' -2 
axle 

perfirenews 11/09 





Plymouth 

ex LI 

1987 

Duplex / LTI 

1000 

300 

100 

1000 GPM -300 gal -110' -3 
axle 

perfirenews 11/09 





Plymouth 

L2 

1996 

Duplex LTI 

1500 

500 

75 

1500 GPM - 500 gal - 75 ' - at FS5 

perfirenews 11/09 

1 think this was LI 
previously 

htto ://www . m a ssf i retru cks . c 



Princeton 

LI 

2006 

Spartan / Smeal 

1750 

400 

75 

1 750/400/40 F 75’ RMA 

perfirenews 11/09 

htto://www.massfiretrucks.cc 2 axle 



Provincetown 

LI 

1974 

Maxim 

1000 

0 

85 

1000 GPM -0 gals -85' MM 

was Orleans L 

per nefirenews 11/09 



Provincetown 

LI 92 

2009 

Ferrara Igniter XD 

1500 

300 

75 

1 500 GPM / 300 GAL / 77’ RM 

per newspaper article 

12/09 - cost $625K - got 
$350K from insurance on 
old ladder 

httD://www.massfiretrucks.cc 

lettered as Ladder 192 

htto://www.ferrarafire 


Quincy 

L2 

1998 

E One 

1250 

300 

75 

1250 GPM - 300 gal - 75' - 2 axle 

perfirenews 11/09 

ex L5 per firenews.org 

11/09 

http ://www. massfi retru cks . c 



Quincy 

LI 

1999 ish 






no per massfi retrucks 

11/09 

no mention at fire news 
11/09 




Quincy 

L5 

1999 ish 





quint ? 

no per massfi retrucks 

11/09 

see L2 




Randolph 

Tower 1 

1999 

Pierce 

1250 

500 

100 

1250 GPM - 500 gal - 100' tower 

perfirenews 11/09 

htto://www.massfiretrucks.cc 

lettered as Ladder Tower 

1 



Raynham 

Tower 1 

2006 

KME Predator 

2000 

300 

100 

2000 GPM - 300 gal - 102' tower 

perfirenews 11/09 

htto://www. massfiretrucks.cc 




Rochester 

Twr Ldr 

1996 

E One 

1500 

200 

100 

1500 GPM -200 gal -100' RM 
tower 

perfirenews 10/2015 





Rutland 

27 L 

1999 

Sutphen 

1750 

500 

70 

1750 GPM - 500 gal - 70' tower 

perfirenews 11/09 

htto://www.massfiretrucks.cc 

lettered as 27 L - Ladder 
Tower 



Sandwich 

Tower 1 / 

450 

1996 

Sutphen 

1500 

300 

100 

1500 GPM -300 gal -95' 

perfirenews 11/09 

htto://www. massfiretrucks.cc 




Saugus 

ex Tower 1 

1988 

Pierce Arrow 

1250 

300 

100 

1250 GPM - 300 gals - 95' - RMA 
tower 3 axle 

perfirenews 11/09 





Saugus 

Tower 1 

2005 

Pierce Dash 

300 

300 

100 

300 GPM -300 gal - 105' 

per massfiretrucks.com 
11/09 

htto://www.massfiretrucks.cc 




Sherborn 

Eng 1 

1993 

Mack MB / ALF / 

3D 

1500 

500 

55 

1500 GPM - 500 gal - 30 gals A - 
55' telesqurt 

perfirenews 11/09 

htto://www. massfiretrucks.cc 




Sherborn 

Quint 1 

2016 

Rosenbauer 

Commander 

2000 

1500 

75 

2000 GPM - 1500 Gal - CAFS - 
78' RM 

per fire news 10/2014 

http://www.massfiretrucks.cc 



updated 2/23/2017 

Shirley 

Ldr 1 

1986 

Pierce Arrow 

1250 

500 

75 

1250 GPM - 500 gal - 75' - 2008 
rehab 

perfirenews 11/09 

http://www.massfiretrucks.ee 




Shrewsbury 

Tower 1 

2007 

KME 

2000 

300 

100 

2000 GPM - 300 gal - 102' - RMA 

per massfiretrucks.com 
11/09 

http://www.massfiretrucks.cc 




Somerset 

LI 

2009 

Pierce Velocity 

1500 

500 

75 

1500 GPM - 500 gal - 30 gal foam 
- 75 foot rear mount 2 axle 

per firenews 1 1/09 photo 

http://www.massfiretrucks.cc 




South Deerfield 

Tower 1 

2007 

KME Predator 

1500 

300 

100 

1500 GPM -300 gal - 100' MM 
tower 

perfirenews 11/09 

http://www.massfiretrucks.ee 

2000/300 per 
massfiretrucks 4/2/201 1 



South Hadley 

District 1 

LI 

1994 

Sutphen 

1500 

400 

70 

1500 GPM - 400 gal - 70' tower 

perfirenews 11/09 

http://www.massfiretrucks.cc 




Southborough 

Tower 21 

2010 

Spartan / Smeal 

1500 

350 

100 

100' Mid Mount platform quint - 
1500 GPM -350 gal 

perfirenews 11/09 

http://www.massfiretrucks.ee 

$455,000 in donations for 
new Quint per 2009 

Annual Town Report 


updated 2/23/2017 

Southbridge 

Tower 1 

2003 

Pierce Dash 

150 

300 

100 

150 GPM - 300 gal - 95' tower 

perfirenews 11/09 

http://www.massfiretrucks.ee 



Southwick 

LI 

1989 

Pierce Arrow 

1250 

300 

75 

1250 GPM -300 gal -75' 

perfirenews 11/09 

http://www.massfiretrucks.ee 



Spencer 

LI 

2010 

Spartan / Smeal 3 
axle 

1500 

300 

100 

110' MMT mid mount tower 
1500GPM 300gal 


http://www.firenews.ora/mas 




Spencer - old 

LI 

1983 

ALF 

1250 

300 

100 

1250 GPM - 300 gal - 100' MM - 2 
axle 

perfirenews 11/09 





Springfield 

E5 

2015 

Pierce Velocity 

PUC 

1500 

500 

75 

1500 GPM - 500 gal - 75' RM - 2 
axle 

3/15/2015 

http://www.massfiretrucks.ee was L5 ? 


updated 2/23/2017 

Springfield - spare 

Ladder 

Tower 1 

1995 

Pierce Lance 



100 

110' 


http://www.massfiretrucks.ee now is a spare - 2/2017 


updated 2/23/2017 



Community 

Rig 

Year 

Make 

GPM 

Tank 

Ldr Length 

Capabilities 

Misc 1 

Misc 2 

Misc 3 

Misc 4 

added here 

Sterling 

LI 

2005 

Smeal 

2000 

500 

100 

2000 GPM -500 gal - 105' 

perfirenews 11/09 

http://www.massfiretrucks.ee 



Stoneham 

Ldr 1 

1995 

E One Hurricane 

1250 

450 

100 

1250 GPM -450 gal -100' RM 

perfirenews 11/09 

http://www.massfiretrucks.cc 



Sudbury 

LI 

1999 

E One 

1500 

500 

75 

1500 GPM - 500 gal - 75' 2 axle 

perfirenews 11/09 

http://www.massfiretrucks.ee 



Sutton 

L3 

2010 

Pierce Arrow 

1500 

500 

75 

1500 GPM - 500 gallon - 75' RM - 
2 axle 


http://www.massfiretrucks.ee http://photos.xiaroupauto.c< 



Swansea 

LI 

2000 

E One 

1500 

300 

100 

1500 GPM -300 gal - 100' -3 
axle 

perfirenews 11/09 

http://www.massfiretrucks.ee 



Templeton 

LI 

2006 

KME 

1500 

600 

75 

1500/600 75’ RM 

htto://www.massfiretrucks.cc 

2 axle 



Tisbury 

Tower 1 / 

651 

2006 

E One Cyclone II / 
Bronto Skylift 

2000 

300 

100 

yellow quint snorkel - 2000/300 

100’ 

httD://www.massfiretrucks.cc 

lettered as Tower 1 




Topsfield 

Truck 1 

2016 

KME Severe 

Service 

1500 

275 

100 

1500 GPM - 275 gallon - 100' mid 
mount 

http://www.massfiretrucks.cc 




2/23/2017 

Topsfield - old 

LI 






2 axle 

http://www.massfiretrucks.ee 

getting new L in 2015 



Turner Falls 

Ladder 

Rescue 

36M5 



1250 

500 

75 

2 axle - 1250 GPM - 500 gal - 75' 

http://www.massfiretrucks.cc 





Tyngsborough 

Ladder 1 

1997 

Spartan / LTI 

1250 

500 

75 

1250/500 75' RMA 

http://www.massfiretrucks.cc 

2 axle 



Waltham 

Ladder 1 
Tower 

2002 

E One 

2000 

300 

100 

2000 GPM - 300 gal - 95' - mid 
mount tower - 3 axle 

http://www.massfiretrucks.cc 

ID as "Ladder 1" on the 
radio 




Ware 

Tower 1 

2007 

Spartan / Smeal 

2000 

300 

100 

2000 GPM - 300 gal - 100' - MM 
tower - 3 axle 

MM = midmount 

http://www.massfiretrucks.ee 




Wayland 

Ladder 1 

1993 

E One Hurricane 

1250 

400 

75 

1250 GPM - 400 gal - 75’ - 2 axle 
- rear mount aerial 

http://www.massfiretrucks.ee 





Webster 

Tower 1 

2016 

E One Cyclone 

2000 

300 

100 

2000 GPM - 300 gallon - 100' RM 
tower 

http://www.massfiretrucks.cc 




2/23/2017 

Webster - ex 

Tower 1 

1983 

Sutphen Deluge 

1000 

300 

100 

3 axle - MM tower - 100 ' - 1000 
GPM - 300 gallon 

http://www.massfiretrucks.cc 




updated 2/23/2017 

Wellesley 

Quint 3 

2005 

Seagrave 

Marauder 

1500 

500 

75 

1500 GPM - 500 gal - 75’ - RMA - 
2 axle 

per massfiretrucks.com 
11/09 





Wellfleet 

Ldr 93 

1986 

Duplex / LTI 

1500 

400 

75 

1500 GPM - 400 gallon - 75 foot - 
rear mount 

11/3/2009 

http://www.massfiretrucks.ee 

http ://www .f i re n e ws . o ra/m a 



Wenham 

Ladder 1 / 
Quint 405 

2006 

Sutphen 

1500 

500 

75 

1500 GPM /500 gal / 75' - 2 axle 

http://www.massfiretrucks.cc 





West Barnstable 

L297 

2002 

Pierce Quantum 

1500 

400 

75 

2 axle - 1500 GPM - 400 gal - 75' 
RMA 

in service 2006 per 
massfiretrucks.com 

http://www.massfiretrucks.cc 




West Boylston 

L2 

1999 

Spartan / Smeal 

1500 

500 

75 

2 axle - 1500 GPM - 500 gal - 75' 
RMA 

http://www.massfiretrucks.cc 





West Springfield 

LI 

2007 

ALF 

2000 

300 

100 

2000 GPM - 300 gals - 95' - RMA 
tower - 3 axle 

http://www.massfiretrucks.cc 





West Springfield 

E3 

2007 

ALF 

1500 

500 

75 

2 axle 1500 GPM - 500 gal - 75' - 
RMA 

http://www.massfiretrucks.cc 





Westfield 

Platform 1 

2013 

Pierce Velocity 

1500 

300 

100 

1500/300 95’ MMA 

http://www.massfiretrucks.cc 





Westford 

Tower 1 

2002 

Pierce Dash 

2000 

300 

100 

2000/300 100’ RMA 

http://www.massfiretrucks.cc 

3 axle 




Westminster 

Tower 1 / 

32T1 / T1 

2005 

KME Predator 

1500 

300 

95 

1500 GPM /300 GAL / 95' RMA 

http://www.massfiretrucks.cc 

3 axle 




Westport 

Ladder 7 

2006 

Spartan / Smeal 

1500 

500 

100 

3 axle 1500GPM 500gal 100' 

http://www.massfiretrucks.cc 





Westwood 

LI 

2002 

E One Cyclone 

1500 

300 

100 

1500 GPM - 300 gal - 100' - MMA 
- 3 axle 

http://www.massfiretrucks.cc 





Westwood 

L2 

2014 

Ferrara Ignitor 

1500 

500 

75 

1500 GPM -500 GAL -77' 

ordered Dec 2013 per 
firenews.org 

77' low profile quint 

http ://www .massfiretrucks.c 



Weymouth 

Ldr 5 

2000 

Emerg One 

1250 

500 

75 

1250 GPM - 500 gal - 75’ - RMA 

per massfiretrucks 11/09 

http://www.massfiretrucks.ee 



Williamstown 

Tower 1 

1999 

Sutphen 

1500 

300 

100 

1500 GPM -300 gal -95' -MM 
tower 

perfirenews.org 11/09 

http://www.massfiretrucks.ee 



Winchendon 

LI 

1984 

Emerg One 

1000 

300 

80 

1000 GPM - 300 gal - 80' - 2 axle 

perfirenews.org 11/09 

http://www.massfiretrucks.ee 



Winchendon 

Tower 1 

2014 

KME 

1500 

300 

100 

1500 GPM - 300 gallon - 102 foot 
- 3 axle 

http://www.massfiretrucks.cc 





Woburn 

L2 

2003 

Pierce Dash 

1250 

300 

100 

1250 GPM - 300 gal - 105' - RMA 
- 3 axle 

per massfiretrucks.com 
11/09 

http://www.massfiretrucks.ee 



Woburn 

LI 

1999 

Pierce Dash 

1250 

300 

100 

1250 GPM - 300 gal - 105' - RMA 
- 3 axle 

per massfiretrucks.com 
11/09 

http://www.massfiretrucks.ee 



Yarmouth 

Tower 41 

2004 

Pierce Dash 

2000 

300 

100 

3 axle - 2000 GPM - 300 gal - 
100' 


http://www.massfiretrucks.ee 





